From: 

Salemi, Charles (DPH) 

Sent: 

Wednesday, June 10, 2009 2:23 PM 

To: 

Nassif, Julianne (DPH) 

Cc: 

O'Brien, Elisabeth (DPH); Hanchett, James (DPH) 

Subject: 

RE: estimate 


Over the last few years we calculated that a chemist averages about 180 items/ month or 45 / week. This is for all types 
of samples. CBS 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, June 10, 2009 1:54 PM 
To: Salemi, Charles (DPH) 

Subject: estimate 

Chuck, 

I know you have given me this number a thousand times but...how many samples (on average ) can an analyst test in a 
week (or some other defined time period) ? 

Julie 

juLLa^M N ossl-f 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
julianne. nassif@state.ma. us 
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